miners about dust, powder and caps on equipment, and walking
under unsupported roof. Mr. Cogar stated that Mr. Cox men-
tioned these conditions to him, and that the miners complained
to each other about these conditions (Tr. 103-105).  Mr. Cogar
stated that since Kit Jackson rode the mantrips with the men,
he believed that the complaints would be taken to Carson
Jackson by Kit Jackson and he believed the two Jacksons would
discuss them with each other (Tr. 109-110).

Donnie Crum, belt man, testified that he worked the
tirst shift and was primarily responsible for maintaining the
belt system. He confirmed that a roof fall occurred on the
No. 4 belt, but he did not know when.  He recalled seeing
Mr. Cox operating his scoop with his legs outside of the pro-
tective canopy on more than one occasion (Tr. 228).  He also
confirmed that Mr. Jackson warned the men about riding the
belt out of the mine, and that he told them he would fire
them if he caught them.  Mr. Jackson shut the belt down and
became upset when he found that some of the men were not on
the mantrip coming out of the mine.  Mr. Cox had not used the
mantrip when he (Crum) rode it out of the mine (Tr. 225-229),

Mr. Crum confirmed that his foreman Blankenship or
Mr. Jackson would hold safety meetings in the lamphouse "once
or twice a week, or maybe once every two weeks11 (Tr. 230).
Mr. Jackson discussed and stressed safety with the men, and
advised them that they were to keep their minds on their job.
Mr. Crum stated that he has never had any difficulty in dis-
cussing mine problems with Mr. Jackson or Mr. Blankenship,
and they were responsive to his concerns about the roof or
anything that needed to be repaired (Tr. 231).

Mr. Crum confirmed that he worked on the Saturday that
Mr. Poole and Mr. Cox did not show up for work, and that he
had been told earlier that he would have to work that day.
Mr. Crum stated that he understood that work was required on
Saturdays, and knew this when he was first hired.  Mr. Crum
stated that Mr. Cox told him he was not going to work on that
particular Saturday, and that Mr. Cox told him "if they tried
to make me work Saturday, he said the labor board would take
care of it" and that "the company couldn't do anything about
it" (Tr. 233).

Mr. Crum stated that dust samples are taken on the belt,
and that Kit Jackson "sets the pump" and is in charge of that
procedure. Mr. Crum knew of "no talk among the crew" that
the dust pump does not run all day and that it is tampered
with (Tr. 234).  Mr. Crum confirmed that he is the son-in-law
of Euhl Damron, a part owner of the mine (Tr. 234).

490son ran his
